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The Heber Fourth Ward Chapel built in 1953-55 and dedicated May 


4; 1933; 


early in 1955, and the dedicatory services were held May 4, 1955, with 
Bishop Carl W. Buehner of the Presiding Bishopric offering the dedicatory 
prayer. 

Bishop Chapman served for 10 years until 1957, and was released 
with his counselors on July 21, 1957. 

Sustained as the new bishop was Sherman A. Giles, with Errol 
Hicken and Newell Jensen as counselors and Clark J. Crook as clerk. 
J. Moroni Besendorfer was sustained as ward clerk on January 11, 1959 
and Ray Mortensen was sustained as assistant ward clerk. Some 500 
members of the Church reside in the ward. 


